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Intensive heat sterilization 
assures positive sterility 
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Victor Stabilized X-Ray 
Timer 


Just as the well known Victor-Kearsley Stabilizer func- 
tions to stabilize the tube current when “line” fluctuations 
occur, so does this new Victor timer (motor operated) 
function to measure exposure periods exactly. This is ac- 
complished by an ingenious governing device which stabi- 
lizes the speed of the motor against even extreme “line” 
fluctuations. For “flash” radiography, it is incomparable 
—the highest milliamperages may be timed perfectly to 
1-20th second, and consistently duplicated. 

The large dial face (94 inch diameter) illuminated with 
pilot light, is easily read from any distance in the room. 
The space of 114 inches between each second on the scale 
represents a total travel of 30 inches in moving the pointer 
over the range of 20 seconds. The first half second is di- 
vided into 1-20th seconds by a special ratchet mechanism; 
when the pointer is moved over this ratchet a definite click 
for each 1-20th second setting is both heard and felt by 
the operator —guesswork is eliminated entirely. 

This instrument of precision will prove invaluable to 
every Roentgen laboratory, being a timely contribution 
especially for the newer techniquesinvolving' flash ’radiog- 
raphy of the heart, chest, gastro-intestinal and gall bladder. 
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‘“dwo Important'Victor Developments 


; 
i 
» 


Rear View—Grid in Position 


A Rotating Bucky 
Fluoroscopic Grid 


Every roentgenologist appreciates the enhanced 
definition offered by the Bucky grid in fluoros- 
copy. The rotating grid is another direct aid in 
this work, as with it the operator compensates 
for every change in angular position of the 
screen, so that the lead strips will not cast ex- 
aggerated shadows in the image. Furthermore, 
grid lines tending to confuse the observer by 
superimposing the outline of soft tissue mass, 
may be avoided simply by rotating the grid to 
bring these grid lines at right angles to the 
soft tissue outline. 


Detailed descriptions of these two important developments will be gladly sent upon request. 


VICTOR X-RAY CORPORATION OF CANADA, LTD. 


WINNIPEG—Victor X-Ray Corp. of Canada, Ltd., Medical Arts Bldg. 
TORONTO—2 College St. 


MONTREAL—523 Medical Arts Bldg. 


VANCOUVER—Victor X-Ray Corp. of Canada, Ltd., 910 Birks Bldg. 
DETROIT—For Essex County: 617 Charlevoix Bldg. 
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In line with the objective of 
modern medicine 








MEDICAL science is constantly striving to prevent 
suffering and disease. Preventive medicine is the order 
of the day. 


Kellogg’s ALL-BRAN is, of course, primarily em- 
ployed to relieve constipation, but it is equally valuable 
in preventing constipation, in keeping the intestinal 
tract open and functioning normally. 


Physicians consider Kellogg’s ALL-BRAN a reliable 
ally, because it is ALL-BRAN. When they recom- 
mend it, they know that the anticipated results will be 
accomplished. Whether the cases are mild or chronic, 
physicians and all of the profession can always rely on 


ALL-BRAN for natural relief. 


Patients like Kellogg’s ALL-BRAN. They don’t 
‘forget’ to take it. Cooked and krumbled by special 
Kellogg processes, it has a most appetizing flavor—crisp, 
nutlike, delicious. An enjoyable breakfast dish. 


Sold by all grocers. Served everywhere. Made by 
Kellogg in London, Canada. | 












Send to Kellogg Company of Canada Limited, 
London, Canada, for recipes and health pamphlets 
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the original ALL-BRAN--ready-to-eat 


Please refer to THE CANADIAN HOSPITAL when writing 











THE. CANADIAN HOSPITAL 





August, 1926 














‘A new katte 





for half the cost of resharpening 


HE ordinary dull knife must be 

resharpened at an average cost of 
twice the price of a new Bard-Parker 
blade. 

With the Bard-Parker knife the old 
blade is easily replaced by a new, keen 
blade at a saving of time and trouble. 
_ The blade slides onto the handle 
and forms a mechanical lock when in 
position. The blade will not come off 
while operating. 


Bard-Parker handles are solid, re- 


taining the shape and balance of the 
one-piece knife. There are no springs, 
catches or hidden crevices to make 
sterilization uncertain. 


Three styles of Bard-Parker handles 
and seven styles of blades permit 
almost any operation formerly made 
with the ordinary scalpels. 


Quantity discounts: orders from 1 to 
5 gross assorted blades. 10%. Orders 
calling for unit delivery of 5 gross or 
more 15%. 


BARD-PARKER COMPANY, Inc 
150 Lafayette Street. New York, N.Y. : 
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Leading Hospitals 
~ endorse this new service 


ns superintendents everywhere are enthusiastic 


A few of the hospitals new using 


the new forms of Curity Gauze— 


ASTED time, wasted 
labor, wasted ma- 
terial—all unnecessary re- 
sults of hospitals making 
finished dressings from 


bolt gauze. 


Now this waste is elim- 

inated. To help the hospital solve its 
problem methods were devised to prepare 
Curity Gauze in two new forms — Ready- 
Cut and Dressing Rolls. First demon- 
strated in the spring of this year, they were 
greeted with instant praise. A new service, 
— hospitals everywhere endorsed it — 
adopted it immediately. 


URITY Ready-Cut Gauze is the well- 
known Curity product cut into the 


most commonly used shapes and sizes for | 


all dressings. These various sizes can be 
made into gauze dressings, sponges, flats, 
strips, tapes, walling-off sponges, etc. 
Folded around cotton or Cellucotton — 
they can be made into pads for all types 
of work. They are easy to dispense and 
always available in usable form. Waste 
is completely eliminated. 


Curity Dressing Rolls are rolls of Curity 
Gauze, specially folded (in two sizes) so 
that the longitudinal folding is done. Just 
cut the desired length from a Dressing 
Roll, tuck in the ends, and the completed 
dressing is ready. Curity Dressing Rolls will 


CHARLESGATE HOSPITAL, 
Cambridge, Massachusetts 

JOHNS HOPKINS HOSPITAL, 
Baltimore, Maryland 

PENNSYLVANIA HOSPITAL, 
Philadelphia, Penn. 

AUGUSTANA HOSPITAL, 
Chicago, Illinois 

ST. MARY’S HOSPITAL, 
San Francisco, California 

DEACONESS HOSPITAL, 
Spokane, Washington 
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serve to make any gauze 
dressing — abdominal 
sponges, tapes, wipes, etc. 


Greater Economy 


N actual price, the new 
4%" and 9" Dressing 
Rolls are exactly the same as gauze in 
bolts, while the Ready-Cut is only a few 
cents more per hundred yards. In net 
cost, when savings in time, labor, and 
material are figured, both new forms are 
far more economical than bolts. 


Curity Gauze may still be had in bolt 
form. However, we urge that every hos- 
pital see and try the new forms. The 
coupon, with its generous trial samples, 
is so simple to mail and may mean so much 
towards less expensive and more practical 
dressings practice. 


LEWIS MANUFACTURING COMPANY 
{Division of Kendall Mills, Inc.} Walpole, Mass. 








Lewis Manufacturing Company 
Walpole, Mass. 
Please send me, free, samples of Curity 
Ready-Cut Gauze and Curity Dressing Rolls. 


Name 





Position 


Hospital 
Address 
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Hospital Apparel 


QUALITY GARMENTS FOR YOUR OPERATING ROOM, ETC. 
THESE PRICES INCLUDE SALES TAX. 


HOSPITAL APPAREL FOLDER SENT ON REQUEST. 


Our line includes:—Slip Covers for Mayo Instru- 
ment Stands; Abdominal Bands; Doctors’ Coats and 
Pants for Hospital and Office; Operating Suits; 
Operating Gowns and Caps; Nurses’ Aprons, Caps 
and Operating Gowns; Orderlies’ Suits; Maids’ 
Uniforms; Patients’ Bed Gowns; Bath Robes; Ether 
Jackets; Pneumonia Jackets; Leg Holders; Bed 
Sheets; Draw Sheets; Lethotomy Sheets; Pillow 
Slips; Towels; Bed Pan Covers; Mattress Covers; 
Cooks’ Coats, Pants, Aprons and Caps—in fact, 
ANYTHING IN COTTON GOODS. 


SURGEON’S NURSE’S 
OPERATING GOWN OPERATING GOWN 
Of best quality Indian Head ‘ Full-length gown with outta 
bleached. Closes at back with falc inasth dooms Closes 
tie tapes, and long belt sewn down back with tie ta and 
on front to tie. Standing With long belt stitc on 


collar and long, comfortable, best qualit: Indian Head 














roomy sleeves. bleached. Can be furnished 

with knitted cuffs which fit 

Prices: closely and easily into the 

rubber oe Prices: Regular 

Regular cuffs, $22.00 per doz. cuffs, $ dozen; witt with 
Knitted cuffs, $24.00 per doz. knitted celle, ok.ebone 


MADE IN CANADA BY 


CORBETT- COWLEY 


Limited . 
Style No. 3700 468 King St. West 314 Notre Dame St. W. Style No. 3200 
TORONTO MONTREAL 




















New Combination Bedside Table 


St. Martha’s Hospital 


Antigonish, N.S. 


as well as many other hospitals 
throughout the country, equipped 
with this convenient type of 


Bedside Table. 








SHOWING OPEN OPERATION OF SIDE TABLE 


Write for Folder and Prices. 


The Metal Craft Co., Limited 


GRIMSBY - ONTARIO 








SHOWN CLOSED 
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New Maternity Wing of the Royal Victoria Hospital, Montreal, 
in the halls and wards of which Dominion Jaspé Linoleum was used extensively. 


Architects—Stevens & Lee, Toronto. Contractors—E. G. M. Cape & Co., Montreal. 


Ant WEST 


Quiet, Permanent Floors 


It is of the utmost importance that the floors of a hospital be quiet, odorless 
and durable. Dominion Battleship Linoleum gives these qualities. It is permanent as well, 


DOMINION 
Battleship Linoleum 


| The smooth surface of Dominion Battleship Linoleum will not absorb moisture or hold 
| dirt. It is easily cleaned. Dominion Battleship Linoleum has a resilient texture that 

is easy on the feet and that deadens the noise of footsteps. It is a floor that once 
laid can be forgotten through the years of silent service it renders. 





Dominion Battleship Linoleum, AAA quality, is made in eight standard shades—brown, 
green, terra cotta, grey, buff, blue, black, and white (used extensively for tile floors). 
AA and A qualities, in four standard shades only. Dominion Jaspé Ist and 3rd grades 
in two colours only—blue and grey. Special colours for large contracts. 


Dominion Battleship Linoleum is made in Canada 
to suit Canada’s climatic conditions and is installed 
by all large departmental and house furnishing 
stores. Write us for free samples and literature. 


Dominion Oilcloth & Linoleum Co., Limited 


MONTREAL 
Makers of floor coverings for over 50 years. 
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(1I—Correct Sterilizing Principles 


Standardized for 30-50 Bed Hospitals 


This battery of sterilizers has been stand- 
ardized to aid the hospital of thirty to fifty beds in 
‘selecting exactly the equipment most adequately 
suited to the purpose and mounted in very com- 





pact form. Why the vacuum method ; 
The arrangement may be reversed in the was replaced 10 years ago 
order of mounting to meet space conditions, with About s10 inches vacuum” 
iti 7 H is obtained in a vacuum steril- > 
out additional cost. Full blue prints and specifi- bg ate — So pal ona 
cations will be sent upon request, showing how complete vacuum, it is obvious 
i i ; t only one- of the air is 
easily this battery may be moved in and pace pone Erika wiched. ‘The 
connected. other two-thirds remains in the 
chamber, causing the danger of 
° air kets. That is why the 
Castle Dressing Castle Company gave this up 
°7° > i e years ago and adopted its own 
Sterilization Quicker sure and quicker method. 


10 to 25 minutes are saved by the “‘Castle Forced 
Air Evacuation’’ method. Steam penetrates dressings that 
much quicker by the Castle way, and actual tests prove its 
superiority over older methods. Especially with heavy loads 
the Castle penetration is quicker and more certain than with 
the vacuum method. 


Castle Dressings are Dry 


The simple Castle method of moisture 
elimination dries the dressings completely in five 
minutes. Complicated devices for steam elimi- 
nation are unnecessary and bothersome. 


Years of Service 


Castle sterilizers are not cheapest in first 
cost. But they are made from heavier metals— 
bronze, brass and copper—and. they outlive and 
outwear lighter and cheaper units. 


This Battery, Castle No. 0024, Comprises: 

16x30" autoclave for both utensils and dress- 
ings. This size accommodates both. 

15 gallon water sterilizers, with or without 
one gallon still. Filter easily removed. 
Gauge glasses can be sterilized. 

9x12x22" instrument sterilizer, A solid bronze 
casting---no seams or solder. Obvi- 
ously worth more, 








All Piping Furnished. 
With a Castle battery you pay the plumb- 
er for only one set of connections instead Name pO ee SOs oweeneCOeE bab JeCse eee eleces- C80 CCcocedeaowe 
of four, All units are united to this single 
set of outlets. een ERIE DGS SRG EY tlt! leg Wes Ap Reena mrt ANSE 
Bent Pipe Instead of Joints. 
Few right angle fittings are used. The MON os Ss 8S SAR a eo da vse ee Fae os 


pipes are bent instead, adding beauty and 


eliminating leaks, =] 
Black or White Finish. 4 i 

We recommend our high temperature 

black baked enamel stand because it lasts 


so long and looks so well. : Complete line of Hospital, Physicians’, Dental and Bacteriological Sterilizers 
WILMOT CASTLE COMPANY, 1202 University Avenue, Rochester, N. Y. 
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OFFICIALS OF CANADIAN HOSPITAL ASSOCIATIONS 


Alberta Hospital Association. 
President, Edgar E, Dutton, Lethbridge. 
Secretary, S. V. Davis, Edmonton. 
British Columbia Hospitals Association, 
President, Dr. G. B. Brown, Nanaimo, 
Secretary, E, S. Withers, Royal Columbian Hospital, New 
Westminster, B.C. 
Manitoba Hospital Association. 
President, H. N. MacNeill, Dauphin. 
Secretary, Dr. D. McIntyre, Winnipeg Municipal Hospital, 
Winnipeg. 
Ontario Hospital Association. 
President, Geo. G. Moncrieff, - Petrolia. 
Secretary, Dr. F, W. Routley, Ontario Division, Canadian 
Red Cross, Toronto. 
Saskatchewan Hospital Association. 
President, J. W. Heartwell, Rosetown. 
Secretary, G. E, Patterson, Regina, 


Ud 
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Hospitals are Imposed Upon 


Undoubtedly hospitals as a general rule are the 
subject of considerable imposition on behalf of 
patients who, disguising the true state of their 
finances, and representing themselves as worthy 
objects of charity, receive treatment and attention 
gratis from these institutions. In common humanity 
it is impossible to refuse treatment to one who is 
suffering. Also is it impossible to prolong the suffer- 
ing whilst investigations are made into the true 
financial position of the would-be patient, and there 
is no doubt but what hospitals are put to consider- 
able unnecessary expense through the year by the 
selfish and mean-spirited actions of these human 
remora. It will be impossible to stamp out alto- 
gether this imposition, although it has been sug- 
gested that each hospital be given access to, or 
copies of: the assessment rolls of the municipality 
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in which they are located. From these rolls some idea 
of the position of an applicant for treatment, and 
possible resources, could be obtained. 

From Montreal come complaints of a more serious 
nature. It is alleged that outside municipalities are 
foisting upon Montreal hospitals their patients of the 
indigent class, and then avoiding their responsibilities. 
To this, it is claimed, much of the present financial 
embarrassment of ‘the Montreal institutions can be 
traced. Alderman Trepanter, in making the charges 
to a special committee which is investigating the 
situation, asked for a complete reorganization of 
hospital financing, especially with a view to eliminat- 
ing the unjust burden of outside assistance which 
caused much of the deficits. He said it was current 
gossip that some municipalities which sent their poor 
patients to Montreal for treatment, obtained, through 
influence, remission of their share of the upkeep of 
the patients, as required by the Provincial Public 
Assistance Act. If a tithe of his charges are true, it 
certainly appears as if an early and exhaustive investi- 


gation is in order. 
um 


Hospital Financing Is Public Question 


It is seldom that an appeal for help made to the 
people by any hospital is not recognized, quickly and 
eagerly. It is moreover an outstanding fact that the 
‘‘man in the street’’ will respond again and again to 
calls upon his private purse in aid of hospitals to take 
care of his more unfortunate fellow men. No matter 
how frequent the calls, how insistent the demands, the 
open hearted generosity of the public never seems to 
fail. An instance of this was apparent in Toronto, 
where, in quick succession, campaigns were held for 
the Hospital for Sick Children, the proposed new 
hospital in East Toronto, and the Orthopedic Hos- 
pital. In each case the objective was more than 
reached, 

UJ 


Now another instance of the interest taken by the 
public in hospitals is provided from Montreal. The 
following petition to the Mayor and Aldermen of the 
City is self explanatory: 

‘“‘Gentlemen,—We beg to remind you of the serious 
financial condition of our hospitals. It has been 
fully demonstrated that these institutions, providing, 
as they do, free services for the sick poor of the city, 
cannot be made self supporting, and we respectfully 
submit that their upkeep is a fair charge against civic 
revenues. There is no reason for emphasizing this 
plea, because its reasonableness is beyond dispute, 
and we feel sure it will appeal to you as a matter 
worthy of serious consideration and without unneces- 
sary delay.” 

The appeal was printed in the newspapers, heading 
full page lists of citizens who were supporting it. 
Some thousands did so. The effectiveness was very 
marked. 

It is not to be presumed that this appeal suggests 
that the financing of the hospitals should devolve 
entirely upon the city, but that more cognizance 
should be taken by the city of its obligations—moral 
obligations at least. The city council has taken 
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action by appointing a committee to investigate the 
possibilities brought out by the appeal, and the 
committee, in turn, will forward its recommendations 
to the executive committee, which has the sole control 
of the administration of the City of Montreal. 

The following statement, received by the Montreal 
Hospital Council from the Montreal Board of Trade, 
is interesting in its bearing on the matter which has 
created more than considerable interest in that City: 

“In principle the responsibility for the provision of 
hospital accommodation for its indigent sick is prim- 
arily a duty of a city or municipality, and no group of 
citizens, however willing or able, should be expected 
or allowed to perform such duty. The Provincial 
Government may reasonably be expected to supple- 
ment the contributions of a municipality, but the 
major part of the responsibility rightly attaches to the 
municipality. 

: aa 

“The Provincial Government, however, has a duty 
to perform in connection with hospitalization and that 
is, it must compel every municipality to meet its 
responsibility towards its own citizens and prevent the 
smaller municipality from shifting its liability to the 
shoulders of those cities possessing hospital facilities. 

“To apply these principles: First, the City of 
Montreal should pay to the General Hospitals of this 
city the whole of the cost of the care of indigent 
citizens requiring hospital treatment, less whatever 
share of the expense involved may be contributed 
by the Provincial Government. 

“Second, the Provincial Government should, by 
legislation, fix definitely and inescapably on each 
municipality in the province the responsibility for the 
care of its sick citizens who cannot afford hospital 
fees. 

“Third, the Provincial Government should supple- 
ment to whatever extent may be warranted, the 
contributions of the various municipalities for 
hospitalization purposes. 


“T cannot help calling attention to the manner in 
which the civic and provincial responsibility is met 
by the City of Toronto and by the Province of 
Ontario. The City of Toronto pays for each of its 
indigent citizens requiring free hospital treatment in 
the general hospitals the sum of $1.50 per day, and 
in addition the city annually makes special grants to 
certain of these hospitals to cover maintenance 
deficits. For example, the annual hospita! grants, 
both regular and special, of the City of Toronto for 
the last four years have averaged $793,150, of which 
an average of $708,750 was paid on account of 
patients treated free on the city’s orders, and an 
average of $84,000 was paid in special grants to meet 
maintenance deficits. The Province of Ontario pays 
50 cents per day for each public patient, that is 
not only, for the poor who must be treated free; but 
also for those who can afford to pay only a part of the 
cost of hospital service. The Toronto General 
Hospitals also receive 32 cents for each outdoor 
patient treated. This I think is paid by the city. 
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“The recognition by the City of Montreal of its 
duties in the matter of the provision of hospital 
treatment in the manner suggested would assure the 
spreading of the responsibility upon all of our citizens, 
each of whom would, through his tax bills, pay a 
proportionate share, while it would still leave ample 
opportunity for service for those who, from philan- 
thropic and humanitarian motives, are desirous of 
giving from their more ample means to this good 
cause; it would, however, relieve the latter from a 
burden .which has in recent years become almost 
unbearable.” 


Research on Sleep Is Conducted 


In 1924 the Simmons Fellowship was founded at 
Mellon Institute of Industrial Research, University 
of Pittsburgh, to carry on a broad study of probléms 
in the promotion and maintenance of healthful sleep. 
Dr. H. M. Johnson and Mr. G. E. Weigand, psychol- 
ogists, and Dr. T. H. Swan, physical chemist, have 
been conducting this research during the past year. 
Recently Dr. Carney Landis, physiologist, has 
temporarily joined the personnel of the investigation. 
It is announced that from now on there will be two 
separate Simmons Fellowships at Mellon Institute. 
One of them will continue the research of the physio- 
logical and psychological factors of sleep under the 
supervision of Dr. Johnson. The other Fellowship, 
held by Dr. Swan, will be concerned chiefly with the 
subject of bedding materials. This investigational 
work is being supported primarily for. the benefit of 
the public and consequently the experimental results 
will be published. © ig 


Are Convalescent Homes a Solution? 


One probable solution to the over-taxing of hospital 
accommodation in the majority of cases has been 
aired in Montreal, where the situation is gravely 
acute. The suggestion has been put forward that 
convalescent homes be built, where the patients can 
receive the correct treatment, but where many -of the 
expenses of maintaining a hospital, with its requisite 
supplies and conveniences, could be avoided. In 
many of the Montreal hospitals are patients who need 
not be actual bed patients, but who, through lack of 
a home or suitable place to be sent to, had to be main- 
tained by the authorities until fit again for work. It 
was also declared that many patients were discharged, 
against the doctors’ better judgment, to take in other 
patients more dangerously ill. . 


Hospital Receives $100,000. Bequest 


The decision of the Privy Council in dismissing the 
appeal in the Hill will case, which has been under 
consideration so long, finally ensures the receipt by 
the Toronto East End Hospital of $100,000 from 
this source. It should enable the immediate com- 
mencement of the building of the institution, and it is 
expected that accommodation for 100 beds will be 
proceeded with immediately. In all likelihood build- 
ing to start with will be confined to the first wing. 
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OPENING OF NEW TRAIL-TADANAC HOSPITAL 


Inserting a golden key into the door of Trail- 
Tadanac new general hospital at Trail, B.C., His 
Honour Lieutenant-Governor R. Randolphe Bruce 
officially opened this magnificent acquisition to 
Trail-Tadanac community institutions to the public, 
on June 16. 

The ceremony was performed in the presence of 
officials of the Consolidated Mining & Smelting 
Company, the hospital board of directors, members 
of the nursing staff and of the medical profession, ex- 
servicemen, volunteer bands and a large gathering of 
citizens. 

The building is a three-storey L-shaped structure 
100 feet long by 80 feet wide, that cost $107,000 to 
build. Of this sum, $32,000 represents a provincial 
government grant. The remainder was borne by the 
Consolidated Mining & Smelting Company, which also 
furnished the lots and all the interior equipment and 
furnishings. It is located on the corner of Victoria 
Street and Cedar Avenue, and is thus readily acces- 
sible, downhill, from Tadanac and Trail hill sections, 
and from East:Trail. 


Excellently Lighted 


The interior is finished throughout with Keen 
cement wall plaster, five feet high, and smooth finish 
hard wall (gypsum) plaster in white, above. Doors 
and fixtures generally are of coast fir. 


Electric lighting of all rooms and corridors is 
achieved through high powered lamps fitted with 
special trojan shades, giving diffused light approximat- 
ing sunlight. 

Its water mains are connected with both the Trail 
and the Tadanac water systems, with high pressure 
mains for fire emergency use, and low pressure for 
domestic service. Hot and cold water is available in 
practically every room. 


A steel ladder fire escape provides exit from the 
second floor to the ground outside; while a ramp walk 
gives similar exit from the first floor. Metal covered 
sliding doors make it possible to shut off flame and 
smoke at the wings, thus affording much control and 
facilitating removal of patients in emergency. 


An imposing front entrance in the Tuscan style on 
Victoria Street leads directly to the superintendent’s 
and other executive offices, and to wards on this 
floor. The emergency, or case entrance is on Cedar 
Avenue. It opens at street level onto the emergency 
section and to the electric elevator connecting with 
the women’s section on the first floor, and the men’s, 
children’s and operating sections on the second. 


New Fracture Table 


Expediency and completeness are obvious features 
of the arrangement and equipment of the emergency 
section. A plaster and fracture room is equipped 
with modern fracture table for the expeditious exam- 
ination and setting of fractured bones, and applying 
casts. This machine was supplied by Arthur Chap- 
man Chapter, I.0.D.E. The room is fitted also with 
instrument cabinets and other necessary apparatus 
for emergency treatment. Provision has been made 
for installation of an X-ray machine. 


An emergency ward has three beds of roller caster 
type, adjustable in height, tilt and length, as are all 
beds in the hospital. Here also are the nurse signalling 
devices used through the hospital. By merely pulling 
a cord above his head, the patient switches on a tiny 
indicating light above his bed, another light in the 
corridor indicating the ward, and operates indicators 
in the nurses’ service station and the diet kitchen. 


The section also contains a nurses’ utility room 
where records, instruments and disinfectants are 
kept, together with an emergency case instrument 
sterilizer. 


The vast field of positive diagnosis of organic 
disease and of injury unlocked by the X-ray machine 
will be at the command of physicians using this 
department, which is exceptionally well equipped. 
There are two large and powerful X-ray machines 
installed in a specially sheet lead coated room from 
which the rays cannot emerge uncontrolled. They 
can be used for photographic purposes, and for direct 
X-ray treatment of disease. A fluoroscope will enable 
visual observation of internal bodily conditions to be 
made. 


A control room housing the controlling mechanism 
has a door fitted with a lead fused glass window 
through which the physician can observe his patient 
undergoing trreatment under the X-rays without 
endangering his own health through constant ex- 
posure to them. Illuminated viewing stands here 
permit examination of life-sized photographs of parts 
of the body. There is also a dark room for developing 
plates, and a transformer room for housing the elec- 
trical machinery used. 


Isolation Wards 


Conveniently located across the aisle is a dressing 
room or ward with a bed and other essentials for 
patients undergoing observation and periodic treat- 
ment under the X-rays. 


In this section too is a mortuary, and a laboratory, 
for conducting various tests, bacteriological study, 
and similar work, and an emergency isolation section. 
This last contains one. two-bed and one single-bed 
ward, in which suspected infectious cases can be 
‘solated from the rest of the hospital for observation. 


Comfortable nurses’ quarters now occupy part of 
this floor in the northwest wing. There are eight 
nurses’ rooms very nicely furnished; a nurses’ dining 
room set out with walnut furniture, and a kitchen and 
kitchen service room. The whole can be converted 
into additional hospital space if needed, providing an 
added ten-bed capacity. 


In this wing also is located the purely domestic, 
though highly important offices of kitchen and 
laundry, both equipped with modern electrical and 
steam labour-saving devices. In the spacious kitchen 
from which all odours and undue heat will be with- 
drawn by a cone electric fan, all cooking will be done 
by electricity. There is a huge electric range, with 
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brick lined oven, heated above and below by separate 
heat elements, and with a full width steel top in five 
sections, each supplied with its own electrical heat 
element, for frying, boiling, stewing, etc. An electric 
toaster will toast twenty slices both sides at once. A 
steam, electric dishwasher will make short work of 
kitchen chores. This machine will steam-wash, 
sterilize and dry thousands of pieces an hour if 
necessary. 

In the large pantry, well supplied with racks, cup- 
boards and preparing tables, is a large size refrigera- 
tor, operated on the frigid air system which auto- 
matically holds any desired degree of cold. It needs 
no supplies of ice and is always absolutely dry, clean 
and cold. 

Modern Laundry 

The laundry is adequately supplied with all 
modern machinery: needed to care for a fifty-bed 
hospital. It includes an electrically driven rotating 
steam washer; a water extractor or wringer that dries 
the clothes by centrifugal force; a ten-gallon steam 
starching machine; an electric hand ironer, and a huge 
three-roll steam ironer, capable of handling the largest 
pieces of flat work as quickly as they can be fed in. 

Comparable to the engine room of a manufactory, 
is the machinery room of this institution, located 
below ground. One extraordinary apparatus, actually 
launders the atmosphere. It is the first to be installed 
in any hospital in this province. The design of the 
whole hospital had to care for its operation. 


Air Water Washed 

This air washing device enclosed in a huge sheet 
iron chest, sucks in fresh air through a large duct on 
the roof, over tempering coils like those of an auto 
radiator, which, in cold weather will preheat the air 
above forty degrees. It then draws the air through a 
thick vertical wall of water spray emitted almost in a 
heavy vapour by a series of. jets, thus robbing the air 
of all dust and injurious foreign elements in its 
water bath. 

The cleaned air is then drawn through more heating 
coils, which, being thermostatically controlled from 
the superintendent’s office, raise and maintain its 
temperature at the desired degree. 

Its humidity is also controlled. A very sensitive 
‘fibre valve, responding to the slightest change in the 
‘clean air stream passing over it, automatically operates 
jets, which discharge steam, and maintain the degree 
of humidity set by the superintendent’s indicator. 

Perfectly clean, pure and tempered, the air stream 
is then released. along cement conducting tunnels and 
ducts to every room in the building. Other ducts 
convey fouled air outside. 

In the machinery room also, are congregated a 
high pressure electric steam generator for supplying 
high pressure steam to the laundry and the kitchen 
machinery; a 500-gallon hot water boiler supply tank, 
incinerator heated, for supplying the wash and bath 
fixtures of the whole building, a compressed air 
machine, and the automatically operated frigid air 
machine controlling the refrigerators. 

Besides housing the executive offices, the first floor 
is given over to a dispensary, the women’s general 
section, and the maternity section. 
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The women’s general section contains one bright 
and cheerful six-bed general ward; seven comfortably 
furnished private wards; linen rooms, a diet kitchen, 
fitted with dumb waiter, and refrigerator, and other 
offices. 

The maternity section is fully equipped with a 
nurse’s utility room, service station, sterilizing room 
with sterilizer for utensils and dressing, a preparation 
room, labour room, delivery room, two private wards, 
a four-bed case ward, and a nursery. 


The Baby’s Bath 

Baby’s bath has been here provided for on lavish 
scale. In it, baby’s bath water will always remain at 
constant heat under thermostatic control. The little 
bathroom, gleaming white, will be held at comfortable 
heat with electric radiators. While in a bright and 
airy nursery baby will sleep in one of six cots that were 
selected with as much care as anything in the hospital. 

The second floor is devoted to the men’s, and the 
children’s sections, and the operating section. There 
are four private men’s wards, one six-bed surgical, and 
one nine-bed medical ward; a six-bed children’s ward; 
a comfortable men’s smoking room, and a sunny 
solarium for women. 

The operating section has a major operating room 
with table and other necessary apparatus, including a 
skylitic light fixture that can throw no shadow to 
hamper the surgeon in his delicate tasks. There is a 
minor operating and anaesthetic room; and a steriliz- 
ing room containing a nickeled copper sterilizer, 
electrically operated, of large size, and most modern 
construction and utility, and other offices. 

A splendid motor ambulance built to order of the 
employees of Consolidated Mining & Smelting Com- 
pany is being presented to the institution by them. 


Hospital Census in Dominion Shows 


28,076 Beds Are Available 


Ottawa, Ont.—A hospital census of Canada reveals 
the fact that there are 28,076 hospital beds in the 
Dominion. Of this total, 5,079 beds are available for 
maternity patients. The census also shows that there 
were 38,634 births in hospitals in Canada in 1924. 

An alphabetical list of Canadian hospitals with a 
map showing the location of each has been published 
by the federal Department of Health. The statistics 
do not include mental hospitals or sanatoriums for 
tuberculosis. Most of the facts shown were brought 
together through the work of the maternal mortality 
enquiry which was asked for by the medical profession 
at a conference on medical services held in Ottawa in 
December, 1924. 


One Dollar A Year Lease 


KITCHENER, ONT.—A ninety-nine year lease at 
one dollar a year has been obtained by the Waterloo 
County Health Association for the Freeport San- 
atorium at Freeport, Ont. This lease will be in force 
so long as the present public character of the san- 
atorium is maintained. If, at any time, it is changed 
to an institution conducted for gain the lease is to be 
terminated. 
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Splendid New Radiological Depart- 
ment Is Opened 


With the formal opening of the new radiological 
department the Provincial Royal Jubilee Hospital, 
Victoria, will make another big step on the way to 
becoming one of the finest equipped hospitals of 
its size in Canada, and certainly the best on the 
Pacific Coast. 

The new department is in the old section of the 
hospital, and represents the metamorphosis of the 
former operating ward, which is now situated in the 
new wing? The erstwhile operating theatre and the 
adjoining rooms have been converted into a radiology 
department designed to give the maximum of service 
with the minimum of effort. 

Under the direction of Dr. W. M. Carr, the hospital 
radiologist, the various rooms and their equipment 
have been arranged to facilitate the most expeditious 
handling of the cases, thus lending to the greater 
comfort of the patient and increased efficiency in the 
department. It is interesting to note that the 
extensive alterations have been carried out without 
any hindrance to the usual work of the department. 

The various divisions of radiology dealt with in the 
new department are as follows—1. Diagnostic X-ray 
examination; 2. X-ray therapy, both superficial and 
deep; 3. Radium therapy; 4. Physio-therapy; 5. 
Light therapy. 


Latest Equipment 


In addition to the rooms devoted to these phases of 
radiologoical examination and treatment, the depart- 
ment contains an attractive waiting room, a viewing 
and. filing room and an office.- In the viewing room 
is an illuminator of the newest and best design. 
Constructed in sections, it is capable of expansion 
on the principle of the sectional bookcase, so that 
additional sections may be secured and added as the 
need arises. 


The radiographic section is interesting, with its. 


sound-proof transformer, so constructed as to miti- 
gate disturbance of the patient by its noise. The 
room devoted to superficial treatments and examina- 
_ tions and that in which is established the machine 
for examinations of deep-rooted troubles, such as 
ailments of the chest, digestive tracts and fractures, 
are connected by a smaller compartment in which is 
situated the control, so that the-operator can work the 
X-ray machine without losing sight of the patient, a 
great advantage to both patient and radiographer. 

The fleuroscopic apparatus is of the very latest 
design, with stabilized control permitting easy hand- 
ling. This has a room to itself and here patients 
suffering from chest and abdominal complaints are 

treated. 

The former operating room has been divided into 
four compartments, each devoted to one of the 
divisions of radiology. One is given over to dia- 
thermy, or the application of concentrated heat to 
any part of the body. Then there is the room de- 
voted to ultra-violet ray treatments, one for radiant 
heat treatments, and one for radium therapy, all 
equipped with the latest devices known to science. 
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The ‘‘feel’’ of snug, accurately fitting fingers, 
which retain the sense of_touch so essential to 
the surgeon, is one of the distinctive features 
of Sterling Surgeon’s Gloves. 


INSIST ON THE BEST-- 


The STERLING trade mark on rubber goods 
guarantees all that the name implies. 


Sterling Rubber Company Limited 
GUELPH - CANADA 


Largest Specialists in SEAMLESS Rubber Gloves in the 
British Empire. 




















White Enamelware 


for Hospital, Physician, Nurse 
and Sick Room 


We carry a very complete line of high-grade steel 
white enamelware, such as— 


Solution Basins Dressing Jars 

Pus Basins Graduated Measures 
Instrument Trays Irrigators 

Pitchers Bed Pans 


The entire line is finished in pure white, heavily 
coated and acid-proof. 


The J. F. HARTZ CO. 


LIMITED 
24 Hayter St. 24 McGill College Ave. 
TORONTO, ONT. MONTREAL, QUE. 
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A separate room houses the powerful transformer of 
250,000 voltage. 

Of special interest is the instrument which is used 
in connection with deep X-ray therapy. This machine, 
as with the other equipment in the radiology depart- 
ment, has been perfected so as to reduce to a minimum 
the nauseating effect of X-ray treatments upon the 
patient. 

Dr. Carr is particularly proud of the dark room in 
which the various slides are developed. It is 
approached through a lead-lined corridor, this manner 
of lining being continued throughout the dark room, 
lead being impenetrable by the powerful rays. The 
equipment of the dark room is so arranged as to facil- 
itate the most expeditious handling of the slides 
compatible with efficiency, while the lighting arrange- 
ments are unusually good, permitting of the complete 
darkening of the room for developing purposes. 

Throughout the new department there is an 
abundance of windows permitting the maximum of 
sunshine and fresh air, and in the former operating 
room the overhead windows have been treated to 
ensure the entry of sunlight without glare. 


Campaign Was Big Success 


Complete success marked the campaign staged 
by the Toronto Orthopedic Hospital, the objective 
of $175,000 being passed easily. Big business firms 
rallied to the support of the hospital most nobly. 
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Hospital Building Is Active 
All Over Dominion 


Continually, as the ever-increasing need for extra 
accommodation in the hospitals throughout the 
Dominion becomes more marked, steps are taken to 
provide extra facilities for the care of the nation’s sick. 
New hospitals are built, additions made to those 
already in use, and new arrangements made whereby 
additional bed accommodation is permissible. Some 
of these changes are noted below: 

KINGsToNn, Ont.—An agreement in general terms 
has been reached between the Ontario Government 
and the Kingston Health Association under which the 
property buildings and equipment of the Mowat 
Hospital for Tuberculosis becomes part of the Rock- 
wood Hospital for the Insane. The accommodation 
in Rockjyvood Hospital will be increased by three 
hundred beds. The Kingston Health Association will 
make provision for the care of tuberculosis patients 
from Kingston in the General Hospital and Hotel 
Dieu. 

The plant of the Mowat Hospital is too large for the 
number of patients requiring care and the directors 
of the health association have decided that it is not 
in the public interest to demolish any of the buildings 
nor to allow them to remain idle. The transfer is 
not in the form of a sale of the property, but the 
government will make a liberal grant to the health 
association to be used for hospital purposes in 
Kingston. 

Continued on Page 19 
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Keep Your Floors Sanitary 
= with “SOCLEAN”’ 


SOCLEAN, 
keeps down the dust while sweeping, kills germs, cleans, 
disinfects, renovates and deodorizes. 
use in hospitals, as floors of wards and rooms may be 
swept without raisiug any dust or disturbing patients. 


Many hospitals now use SOCLEAN—it is efficient and 
economical, and gives splendid results on linoleum, tile, 
wood, cement, rubber or carpets. 


the great sanitary sweeping compound, 


It has no equal for 








Try SOCLEAN at our expense. A 
sample tin will be mailed postpaid on 
request. 


SAMPLE FREE 


Send a postal card TODAY. 








SOCLEAN, 


444 King Street West 


LIMITED 


CANADA 
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JEAN YPERMAN 1295-1351 


In an age when surgery had retrograded to 

a stage of salves and superstitions, Yperman, 

the father of Flemish surgery and authority 

on arrow wounds, adhered to the use of 
sutures and ligatures. 


D&G Sutures 


THING WE DO” DAVIS & GECK INC. 








Kalmerid Catgut 


ERMICIDAL. Exerts a bactericidal ac- 

tion in the suture tract. Supersedes 

the older unstable iodized sutures. Impreg- 
nated with the double iodine compound, 
potassium-mercuric-iodide.t Heat sterilized. 








The boilable grade is unusually flexible for boilable 
catgut; the non-boilable grade is extremely flexible. 


TWO VARIETIES 


BOILABLE* NON-BOILABLE 
NO. NO. 

RIOE cals ocsssans Pram Caraur............ 1405 
SASS oii costes 10-Day CHROMIC........... 1425 
BOR se scsass 20-Day CHROMIC........... 1445 
BERS. sacesets 40-Day CHROMIC........... 1485 


Sizes: 000..00. .0..3..523.5%..4 
Approximately 60 inches in each tube 


Package of 12 tubes of a size..... $3.00 
Less 20% on gross or more or $28.80, net, a gross 


Claustro-Thermal Catgut 


SEPTIC—not germicidal. Sterilized by 
heat after the tubes are sealed. Boil- 
able.* Unusually flexible for boilable catgut. 











Wea cscowccpu es caudsdsackpnernupiane Pian Catcut 
ABRiipischinscovansvass 10-Day Curomic Catcut 
PER iksvcasetecciasese z0-Day Curomic Catcut 
BSS ciccnerceicvecsadys 40-Day Curomic Catcut 


Bises: 000..00..0. 61.5351 3..4 
Approximately 60 inches in each tube 


Package of 12 tubes of a size..... $3.00 
Less 20% on gross or more or $28.80, net, a gross 


D&G Sutures are 
always found 
neutral under the 
most delicate ti- 
tration tests. This 
is one of the rea- 
sons they uniform- 
ly behave well in 
the tissues. 








Atraumatic Needles 


OR GASTRO-INTESTINAL suturing 
and for all membranes where minimized 
suture trauma is desirable. Integrally affixed 
to 20-day Kalmerid catgut. Boilable.* 
Experimental evidence has proven 20-day chromic 
catgut the most suitable for gastro-intestinal sutur- 
ing. It has been found that gastric wounds are fully 
healed within 12 days, and intestinal wounds at 16 
days. At these periods the 20-day catgut (regard- 
less of size) still retains, respectively, 60 per cent 
and 30 per cent of its initial strength. 
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CURVED NEEDLES ARE IN FLAT TUBES 


INCHES INTUBE DOZEN 


1341 STRAIGHT NEEDLE........... Mb ccees $3.00 
1342..T wo Srraicut Neepies...36...... 3.60 
1343-.¥e-Circte NEEDLE.......... - eee 3.60 
1345..¥a-Circite NeeDLe.......... BB icons 3.60 


Less 20% discount on one gross or more 
Sizes: 0 and I 
Packages of 12 tubes of one kind and size 


Kangaroo Tendons 
fay 


 Pypenaea. being impregnated with 
potassium-mercuric-iodide.t Chromi- 
cized to resist absorption in fascia or in 
tendon for approximately thirty days. The 
non-boilable grade is extremely flexible. 
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MI ccd vesiedinhaveusiner Non-Bortaste Grape 
WI sihisccdievediacaccsacenat *BortaBte Grape 


Sees: 0. 2.54. .6.18.596.4 06 


Each tube contains one tendon 
Lengths vary from 12 to 20 inches 


Package of 12 tubes of a size..... $3.00 
Less 20% on gross or more or $28.80, net, a gross 
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Non-Absorbable Sutures 
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NO, INCHES IN TUBE 


350..CELLULOID-LineN........ OB. 60 000, 00,0 
360..HORSEHAIR...........4.. RGB cs nsnesssseves rere) 
390..Wuire Sitkworm GuT..84......... 00,0, 1 
400..BLack Sikworm GuT..84......... 00,0,1 
450..Wuire Twistep Si1k...60........ 000 TO 3 
460..BLack Twistep SILK...,.60........000,0, 2 
480..Wuire Braipep Sik... .60...... 00,0,2,4 
490..BLack Brarpep SILk.....60......... 00,1,4 
BOILABLE 
Package of 12 tubes of a size..... $3.00 


Less 20% on gross or more or $28.80, net, a gross 


Short Sutures Sor Minor Surgery 





SIZES 


No. INCHES IN TUBE 
802..PLain Katmerip CaTGuT..20..00,0, 1, 2,3 


812..10-Day Katmerip ** —..20..00, 0, 1, 2,3 

822..20-Day KatmeriD ** __..20..00,0, 1,2, 3 

862..HORSEHAIR........s0e0ceees BGnt: pclaceasine 

872..WuHiITE SILKWORM GUT...28........ 00000: ° 

882..WuitTe TwisTeD SILK......20...... 000, 0, 2 

892..UmBILICAL TaPE........++. 24... /e-IN. WIDE 
BOILABLE 


Package of 12 tubes of a size..... $1.50 
Less 20% on gross or more or $14.40, net, a gross 


Emergency Sutures with Needles 


UNIVERSAL NEEDLE FOR SKIN, MUSCLE, OR TENDON 








SIZES 


NO. INCHES IN TUBE 
go4..PLain Katmerip CaTGur..20..00,0, 1, 2, 3 


--20..00, 0, 1, 2,3 


g14..10-Day Katmerip *¢ 
924..20-Day Katmerip **_..20..00,0, 1,2, 3 
964..HORSEHAIR......2. 00200000 a 
974..WHITE SILKWORM, GUT...28......+2 2000000 
984..WHiITE TwisTeED SILK......20......000, 0,2 


BOILABLE 


Package of 12 tubes of a size.....$2.40 
Less 20% on gross or more or $23.04, net, a gross 













The ash of DEG 
Sutures is assayed 
to make sure that 
no traces remain 
of uncombined 
chromium nor of 
other residues of 
the chromicizxing 
process. 





Obstetrical Sutures 


FOR IMMEDIATE REPAIR OF PERINEAL LACERATIONS 





F Figo suture of 40-day Kal- 

merid germicidal catgut, size 3, 
threaded on a large full-curved needle. 
Boilable. 


No.650. Package of one tube. . $.30 


Less 20% discount on one gross or more 


Circumcision Sutures 











A. suture of Kalmerid germi- 
cidal catgut, plain, size 00, threaded 
on a small full-curved needle. Boilable. 


No. 600. Package of 12 tubes..... $3.00 


Less 20% on gross or more or $28.80, net, a gross 


Universal Suture Sizes 


All sutures are gauged by the standard 
catgut sizes as here shown 
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*These tubes not only may be boiled but even may 
be autoclaved up to 30 pounds pressure, any num- 
ber of times, without impairment of the sutures. 
+Potassium-mercuric-iodide is the ideal bactericide 
for the preparation of germicidal sutures. It has a 
phenol coefficient of at least 1100; it is not precipi- 
tated by serum or other proteins; it is chemically 
stable—unlike iodine it does not break down under 
light and heat; it interferes in no way with the ab- 
sorption of the sutures, and in the proportions used 
is free from irritating action on tissues. 
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DweG ATRAUMATIC NEEDLE 
with suture attached 





For gastro-intestinal suturing and for all membranes 
where minimized suture trauma ts desirable 


I MPROVED FEATURES: Unimpaired strength at union with suture; 


firmly and permanently affixed; absolute continuity of needle and suture 


Affixed to the Boilable Grade of 
20-Day Kalmerid Germicidal Catgut 
which experimental evidence has proven to be the ideal 


gastro-intestinal suture. Its absorption time is correct; 
it is germicidal; it is flexible 











i as IN PACKAGES OF TWELVE TUBES OF ONE KIND AND SIZE bse 

NO. TUBES 
1341. A straight intestinal needle affixed to a 28-inch suture... ... $3.00 
1342. Two straight intestinal needles affixed to a 36-inch suture........ 3-60 
1343. A 3%-circle intestinal needle affixed to a 28-inch suture........ 3.60 
1345. A half-circle intestinal needle affixed to a 28-inch suture........ 3-60 


SIZES: OAND I 





20 PER CENT DISCOUNT ON A GROSS OR MORE—POSTPAID 
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Hospital Building Is Active 
(Continued from Page | 4) 


The government will give two grants of $75,000 
spread over two years to the association which in 
turn will pass it over to the city hospitals for their 
needs. The association is negotiating with the federal 
authorities in regard to the equipment. 

* * * 


VERDUN, QuE.—It has been decided to proceed 
with the inauguration of a hospital for Verdun. 


The executive officials nominated are: president, 
Mayor J. P. Dupuis; first vice-president, Mr. 
McClure; second vice-president, A. L. Taylor; 


secretary, J. Lister; treasurer, J. Lawrie; committee, 
H. Ball, R. J. McLeod, A. J: Child, P. A. Lafleur, 
M.P.P., J. Hutchins Bell, Mrs. Halliday, Mrs. 
Etches, Mrs. Small and Mrs. Wakelin. 

Messrs. McClure, Lister and Lawrie were appointed 
to get full particulars in regard to incorporation, while 
a campaign committee of five was appointed to 
organize the plan of campaign which will be under- 
taken to secure the necessary funds. 

Promises of assistance have been received from most 
of the organizations of the city and financial offers 
now total close to $20,000. 

ht ee 

Toronto, Ont.—Expansion plans of the Toronto 
General Hospital are under discussion by the Ontario 
Government and by the hospital governors, and con- 
template extensive additions and expenditures. A 
part of the plans are made necessary in order to fulfill 
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the agreement which was made with the Rockefeller 
Foundation at the time at which it donated the new 
public health department. Other features of the 
plans originate in the ever-increasing demands upon 
the hospital institution. The expenditures involved, 
it is stated, may reach $1,000,000, and will result in 
the closing of Christopher Street and the extension 
of Gerrard Street to University Avenue in order to 
form a new block upon which to erect a new private 
patients’ pavilion. 

Should the plans materialize, the present private 
pavilion, which is now situated just to the north of 
Christopher Street, will be used as a nurses’ residence. 
Upon the new block which will be created by the 
extension of Gerrard Street and the closing of Chris- 
topher Street, will also be erected an X-ray and a 
pathological building, while a forty per cent. increase 
of the public ward accommodation is also contem- 
plated in the expansion plans. 

ee” aay 


Toronto, ONT.—The Women’s College Hospital is 
shortly to make an appeal in connection with a plan 
for the enlargement of the hospital, for which $500,000 
will be required. The Women’s College Hospital 
began thirty years ago, as a small dispensary in con- 
nection with the Ontario Medical College for women. 
In 1914, 125 Rusholme Road was secured, and a 
twenty-five-bed hospital opened. Four years after, 
the overcrowding and the ever-increasing demands, 
made necessary an extension to this building, and in 


(Continued on Page 30) 
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The Sphere Gap construction of Acme—International X-Ray Generators is one 
more step forward in bringing X-Ray operation to an exact science 


Installations in many prominent Canadian Hospitals 


THE M. B. EVANS X-RAY COMPANY 
2539 WOODWARD AVE., DETROIT 
Ontario Distributors of X-Ray and Physio-Therapy Equipment 


DISTRIBUTORS FOR 
THE HOFMAN QUARTZ CARBON ARC LAMP 


An Ultra Violet Rays Generator that does not deteriorate with use. Ful! absorption of 


Ultra Violet Energy without danger of burning the patient-- 
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Why Not Treat Your- 
self to a Pair of 
Cantilevers? 





Most of your thought and care must be given to 
your patients. 

But to do your best for them, you must also think 
of yourself. 

Many nurses, in both hospital and private work, 
have already discovered the greater Comfort and 
Efficiency resulting from wearing the 


(agtilever 
Shoe 


The extra comfort will probably surprise you if you 
have never tried it before. 

The reason is simply that the Cantilever Shoe is made 
to fit the foot, instead of forcing the foot to try and fit it. 

The arch, or shank, for instance, is flexibly instead 
of rigidly constructed. 

This flexibility allows the.foot to bend freely, and the 
muscles to expand-and contract, in walking. 

The natural exercise keeps them 
strong and vigorous. At the same 
time, the Cantilever arch gives 

‘ support to the foot. 


Six other special features, which 
will be gladly explained at any 
Cantilever agency. 


Yet the Cantilever is of pleasing 
design and looks extremely well on 
your foot. 

Flexible Like 


Your Foot It will also give long service, being 


well made of excellent materials. 


Just the thing, too, for your convalescing patient, 
with muscles weakened by lack of recent exercise. 


Extra comfortable tailored oxfords in white fabric 
for duty, and in black or brown kid for walking. Also 
smart dress or walking pumps in black or colored kid, 
tan calf, suede or patent. 





MAIL ORDER SERVICE 
If it is not convenient for you to visit one of 
the stores listed below, write to the Toronto 
‘branch. Mail orders receive careful attention. 











Cantilever Shoe Shops 


TORONTO—7\ Queen St. East 
HAMILTON—8 John St. North 
MONTREAL—Keefer Bldg., St. Catherine St. W. 
OTTAWA—241 Slater St., Jackson B ide. 

SAINT JOHN, N.B. — Waterbury & Ris ng, Limited 
HALIFAX—Wallace B 

SUDBURY—F. M. Stafford, Limited 
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[SPECIE USAC ISIS USEC LIS DSRS) 


The Place of the Dietitian 
in the Hospital 


By LOIS K. STEWART 


Department of Household Science. 
University of Toronto. 


One of the most fascinating, as well as most 
important, functions of the hospital dietitian is her 
work with infants and children. This work is of 
supreme importance because such patients are 
especially susceptible to any unfavourable conditions 
complicating their illnesses; it is fascinating because 
it is even more constructive in results than work with 
adult patients, since children have not such fixed 
habits to overcome. Obviously then, in this field, 
the dietitian has the fullest opportunity for use of 
all her knowledge, skill and experience. 

Every informed person is agreed that the nutrition 
of an infant during his first year determines, to a very 
great degree, his health and general well-being 
throughout his whole life. The physician will, of 
course, determine the food to be given, in case there 
is necessity for artificial feeding. The greatest of 
care is necessary in the preparation of that food— 
care as to quality of materials, exactness in filling 
the prescription, care as to contamination in handling, 
etc.—care which the untrained person, be she ever so 
willing, is simply incapable’of giving. An infant, also, 
has a very narrow food tolerance and the expert 
knowledge of the trained dietitian may be really vital. 

In a way, the problem with older children is even 
more difficult. The food prescription will not be so 
rigid as for infants, but just this involves under- 
standing discrimination in choice on the part of the 
dietitian. The influencing of the child’s food habits 
by the service of proper, and at the same time 
attractive, foods is a social service of inestimable value 
to the state. In a similar way through the Out- 
patient Clinic, Well-babies Clinics, etc.;the dietitian 
is able not only to build up the health of individual 
children, but through them to reach their homes and 
hence the whole community. 

Child welfare is being recognized as of utmost 
importance, since it means true building, rather than 
a sort of emergency makeshift, which work with 
adults may be even at best. Pediatrians are realizing 
the value to them of the trained dietitian. Such 
realization and consequent demand on the part of 
the general public must follow. 


Nurses Have Use of Auto 


Lonpon, Ont.—The Women’s Sanatorium Aid has 
purchased a small coupe for the use of the nurses of 
the Sanatorium. The car has just been handed over 
to them. 
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The porous structure of 
Cellucotten (on the left) 
permits free circulation 
of air and guarantees 
greater comfort. 


Lighter- 


cooler—more comfortable dressings 


ERSPIRING days—sultry Patients find Cellucotton Celluwipes are easy to use. 
nights. Hot, sticky air that They are more economical than 
makes rest itself-an effort. @Q boon in hot weather most materials, and can be used 
Lightest clothes are donned— : for wipes of every variety. 
the gentlest breeze is greeted with> 2. It retains more liquid before leakage Kotex pads are comfortable, 
thankful sighs. thee Mace. thoroughly absorbent with greatability 


3. It absorbs 3 to 5 times as fast as ab- to retain drainage. -They possess all 
In these humid days patients suffer sorbent cotton. _— i 
4. It draws fluid against gravity. It serves the outstanding features of Cellu- 


more than usual. They can’t move 


5 ast’ Gell ies” Thais bide as a wick instead of a dam. cotton,—and all its economies. 
sstgectinas: neo Bie 7” ks ee 5. Fluid penetrates to every part of the Cellucotton’s success has naturally 
are hot—the freshest sheets stay coo Cellucotton dressing. been followed by imitators. So, 


for only a few moments. Fans blow 6 On account of i bulk it makes more when buying, alsa inst om genuine 

nothing but warm air upon them. aa Cellucotton. .The coupon will bring 

. Its cost is so low as to make it one ofthe S%¢nerous samples of Cellucotton 
most economical forms of absorbents. | products to hospital executives. 


™“ 


Why not alleviate their suffering 
a bit with cooler dressings? Cellu- 
cotton is lighter and more comfort- Cellucotton is no longer a substi- 
ablethan cotton. Its porousstructure tute for cotton. Over half the hos- 
permits the free circulation of air  pitals in the United States amd vq sassessseecnes : 


Lewis MANUFACTURING COMPANY 
( Division of Kendall Mills, Inc.) Walpole, Mass. 





necessary to rapid healing, too. Canada have adopted it as_ :| Lewis Manufacturing Co., Walpole, Mass. 
aS standard material for dressings. Please send me, free, samples of Cellu- 
In addition to eonety te are: cotton Dressings, Celluwipes, Kotex. Also 
seven other reasons why Ce ucotton Kotex an d Celluwip es, too the ‘‘Recipe Book’’ of Cellucotton uses. 
is now recognized as the superior 


Name 





Two products made from 


absorbent— ; 
Cellucotton— Kotex and Cellu- ‘| Position 





1. Cellucotton absorbs from 4 to 8 times 














more drainage before saturation than wipes—have met with instan- =| Hospital 
most grades of absorbent cotton. taneous success in hospitals. i] Address 
‘ C. H. 8-26 gov pnieiesietiiiatin 
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News of Hospitals and Staffs : 


A Condensed Monthly Summary of Hospital Activities, Building 
and Extension Plans and Personal News of Hospital Workers. io 


v 








NANAIMO, B.C.—Mr. Edward Patterson has been 
appointed secretary of the Nanaimo Hospital. 
See eae 
MontTREAL, QuE.—Dr. McKelvey has been ap- 
pointed to an interneship at the western division of 


the Montreal General Hospital. 
* a * 


ToRONTO, ONT.—Miss Helen Campbell has resigned 
from her position on the nursing staff of the Women’s 
College Hospital. 

oe Pees 

Rep DEER, ALTA.—Miss Pettite and Miss Kelly, 
of the nursing staff of the Red Deer municipal 
hospital, have resigned their positions. 

a ee 


Hairax, N.S.—Asking for superannuation, John 
J. Lewington, head male nurse at the City Home, has 
tendered his resignation. W. Richards has been 
promoted to the post. 

* * 

Ottawa, OnTt.—Two appointments have been made 
by the Civic Hospital Commission, Dr. W. M. 
McKinnon and Dr. Bryson Patterson having been 
appointed to the out-door opthalmological depart- 
ment. 

* * * 

EpMONTON, ALTA.—Miss Beatrice Guernsey, R.N., 
of the Royal Alexandria Hospital, has been elected 
president of the Alberta Association of Registered 
Nurses. Other officers elected were: first vice-presi- 
dent, Miss Sadie McDonald, R.N., General Hospital, 
Calgary; second vice-president, Miss Eleanor Mc- 
Phedran, R.N., Central Alberta Sanatorium; secre- 
tary-treasurer and registrar, Miss Elizabeth Clark, 
R.N., public health department, parliament buildings, 
Edmonton. 

a ee 

St. Joun, N.B.—The following appointments to the 
staff of the Moncton Hospital have been made: 
senior surgeons, Dr. W. A. Ferguson, Dr. A. R. Myers 
and Dr. W. P. Kirby; junior surgeons, Doctors Lyons, 
Britton, MacNaughton and Atkinson; senior phy- 
sicians, Dr. R. G. Girvan, Dr. A. E. Forbes and Dr. 
J. E. Leger; junior physicians, Dr. C. R. Baxter, Dr. 
J. Alfred Gaudet and Dr. H. A. Jones; eye, ear, nose 
and throat specialists, senior, Dr. S. W. Burgess, Dr. 
Gooderich; junior, Dr. J. Alfred Gaudet; pediatrician, 
Dr. G. O. Taylor, roentgenologist, Dr. F. A. Richard; 
anesthetists, Drs. Coleman and Baxter, dental sur- 
geons, Dr. F. A. Taylor and Dr. Y. Gaudet; consult- 
ing staff, city, Dr. L. H. Price and Dr. Coleman; 
county, Dr. H. L. Logan, of Salisbury, and Dr. 
Alphonse Sormany, of Shediac. 


MUSA SSSA SOS Onn ne 


MuRRAYVILLE, B.C.—In all probability plans will 
be drawn up in the very near future for the erection 
of a hospital at Langley, according to a recent decision 
of the municipal council. The prospect of a home for 
aged people was also discussed tentatively. 

eae Sie 

VANCOUVER, B.C.—Having held the position of 
superintendent of nurses in the Royal Columbian 
Hospital for ten years, Miss Katherine Stott has 
handed in her resignation. She is a graduate of the 
institution. 

ee ee 

Toronto, Ont.—Mrs. H. M. Bowman has re- 
signed the superintendency of the Women’s College 
Hospital and Training School after an incumbency of 
nine years. 

Mrs. Bowman is president of the Florence Nightin- 
gale Association of Toronto, vice-president of District 
No. 5 of the Provincial Nurses’ Organization and a 
member of the executive of the Ontario Hospital 
Association. 




















Most Canadian Hospitals using 
Mechanical Refrigeration 
Have 


“YORK” 
ICE MACHINES 


“The Best Made’’ 


Let us send you the names of those nearest you. 


Canadian Ice Machine Co., Ltd. 


TORONTO 


Montreal Winnipeg Vancouver 
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EpMoNTON, ALTA.—That it will be necessary for 
the Alberta government to make provision in the 
near future for increased accommodation at the three 
provincial mental hospitals was the burden of a 


statement made to Premier Brownlee and Health 


Minister Hoadley by a delegation of hospital officials 
this month. Dr. H. E. Cooke, superintendent of the 
Ponoka institution; Dr. W. J. McAllister, superinten- 
dent at Red Deer, and Dr. D. L. Dick, superintendent 
at Oliver, laid before the government the existing 
conditions at their respective posts and made it clear 
that the capacity stage was being approached 


rapidly. 
aes ee 


SASKATCHEWAN.—J. W. Heartwell, of Rosetown: 
was elected president of the Saskatchewan Hospital 
Association at its annual meeting. Other officers were 
elected as follows: : 

Hon. J. M. Uhrich, honorary president; W. E. 
Stephenson, Moose Jaw, first vice-president; D. H. 
Leonard, Lloydminster, second vice-president; V. I. 
Sandt, Prince Albert, third vice-president; G. E. 
Patterson, Regina, secretary-treasurer. 

The executive committee for the coming year will 
consist of Sister Clair, Grey Nuns’ Hospital, Regina; 
Miss D. E. Gillespie, Swift Current; Mrs. A. Brandon, 
Melville; H. W. Cookson, Weyburn; J. M. Clark, 


Yorkton. 
* ok ca 


MELVILLE, SasK.—The Melville Municipal Hospi- 
tal has just purchased a modern X-ray apparatus, 
manufactured by the Victor X-ray Corporation, of 
Chicago, Mr. E. Ulmer has just completed the instal- 
lation. The hospital is now equipped to handle both 
radiographic and fluoroscopic work, the matron, Mrs. 
Brandon, being the operating radiographer. The 
installation will fill a long needed want of the doctors 
in the town and adjoining districts, as many patients 
in the past were sent to the larger centres for X-ray 
work; causing discomfort and expense to the patients. 
In addition, the installation will help to bring the 
hospital up to a higher standardization in hospital 


equipment. 
* * * 


CHARLOTTETOWN, P.E.I.—Falconwood Hospital for 
the Insane was struck by lightning last month, at the 
end of a heavy electric storm, accompanied by hail, 
which passed over the city. The tower, which had a 
roof of wooden shingles, immediately burst into 
flames. The hospital staff fought the fire with their 
own equipment until the chemical and Silsby arrived 
from the city, working from the inside of the tower. 
When the fire was discovered, the bed patients were 
removed to the red cottage, near the hospital, and 
the others, about 300 in all, were taken to the ground 
floor in ward 4, in the eastern wing of the building 
farthest away from the fire, where they could be taken 
out in case of emergency. A number of the female 
patients were taken out. Several of the patients 
escaped, but were. recaptured shortly after. 
The fire was confined to the interior of the central 
tower. The loss is estimated at $25,000. 
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The straightest line 
to foot comfort 


The inside line of this Walk-Over shoe is 
straight. You can see it in the diagram 
above. That is the straightest line to foot 
comfort. This shoe is made on a _ special 
last or form. It is not just made big and 
roomy to give you comfort. It is made to 
fit the normal foot which has widened and 
broadened a little with maturity. It is wide 
across the tread, narrow at the heel, and 
supremely comfortable. Yet this comfort 
shoe comes to you in the newest and 
smartest of styles. Wear this shoe and let 
Walk-Over fit bring you the shoe comfort 
you need with the style you want. 





Ask for Footograph Chart for 
ordering by mail 


Walr-Over 


BOOT SHOP 
=s 290 Yonge Street 
TORONTO 
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PLUMBING AND SANITATION IN HOSPITALS 


By MEYER J. STURM, A.I.A., Architect. 


There is a well defined and established theory that 
plumbing is placed in buildings to secure safety for 
the public from unhealthy influences known to lurk 
in sewage and its gases. Therefore laws have been 
enacted for the purpose of protecting the public 
from such-evils, but the very genesis of these laws 
defeats their end... Physics, bacteriology, pathology, 
sanitation and ventilation advance, and their theories 
and practices change so rapidly that ordinances 
relating to plumbing and sanitation are obsolete 
almost before their enactment. Most laws of this 
character are based on similar laws in existence 
where conditions may not be analogous to those 
locally encountered, ordinarily and _ frequently 
“coloured”’ by politicians to meet the specifications 
of materials and appliances in the use of which they 
have a direct or indirect interest. 


With these facts in mind it becomes incumbent 
upon the architects or engineers who are designing 
the plumbing and sanitation of hospitals, in which 
these trades are so highly specialized, to familiarize 
themselves with the minute requirements of such 
buildings and to consider the laws and ordinances 
asminimum only. It isnot safe, expedient, or accord- 
ing to good practice to do otherwise. This necessarily 
entails, in such a highly specialized building as a 
hospital, the supposition that the architect or engineer 
knows all of the characteristics of every class of 
apparatus which would be attached to the plumbing 
or sewer lines. There is involved such a vast multi- 
tude of details necessary to attain the desired results 
that in an article of this character it might be well to 
consider this subject of ‘‘Plumbing and Sanitation”’ 
in group classes, and then to analyze these as far as 
possible under their group heads, such as Sewer 
Work; Plumbing; Plumbing Fixtures; Gas Fitting; 
Vacuum Cleaning Piping and Plant; Bath- and 
Toilet-room Furnishings. 


Highly Specialized 


In general, under the first three headings, would 
be included all of the water and sewer connections 
to fixtures for bathroom, toilet room, service room, 
kitchen, diet kitchen, laundry, hydrotherapeutic 
department and operating department, and the 
several allied special departments, and to such 
apparatus as refrigerating plant, etc. There can be 
no haphazard method of proportioning sizes, require- 
ments or numbers of the several systems, nor of the 
fixtures and fittings necessary to provide these 
departments adequately with plumbing and drain- 
age. All of the requirements for this work, and this 
must be particularly stressed, are matters of exact 
computation as to size and location, collectively and 
individually. 

SEWERS.—Under this heading would be included 
all of the drainage system, or systems, as the case 
might be, including the house sewers, both soil and 
waste, all of the necessary vent stacks, branch fixture 
connections, sub-soil drainage, and the disposal of the 
rain water. 


All pipes for this portion of the work, under all 
circumstances, inside the building especially, and 


so far as possible outside of the building within the 
premises, should be made of iron. In these days of 
highly specialized and standardized industries for 
the designing of sewerage systems it is hardly neces- 
sary to go into the methods and materials to be used. 
Almost any well arranged plumbing catalog will 
give these details. The traps, waste lines and vents 
of sinks into which acids or strong solutions are 
poured, such as are encountered in laboratories, 
should be made of ferro-silicon pipe. These should 
terminate in catch basins of the same material into 
which the waste of convenient fixtures may be run 
for the dilution of the contents before they enter the 
house sewer lines. 


Sewers and Drainage 


Unless main trunk sewers are very deep and the 
lines from the building connected to these have con- 
siderable fall, there should be back pressure valves 
placed on all lines where there is any danger of the 
sewage backing into the building. Floor drains and 
area drains of every character should be placed with 
exceeding care. Refrigerator waste lines should be 
made of sufficient sizes and should terminate in 
small cast iron sinks and not be connected directly 
to the sewer. There should be clean-out fittings at 
the foot of all stacks, waste and soil, and clean-outs 
on all horizontal runs under ground, so located and 


spaced as to give easy rodding access. 


PLUMBING.—To adequately describe in minute 
detail the plumbing required in a hospital would 
entail the writing of one of the most difficult and 
highly specialized specifications possible; therefore 
only a brief analysis can be given here. In all 
probability the most prolific source of increased cost 
in the maintenance of institutions is due not alone to 
inadequate plumbing installations, but to a lack of 
appreciation of the necessity of accessibility. There 
is always danger in the attaining of accessibility by 
the tyro to over-emphasize it to the extent of extrav- 
agance. 


It might be well to summarize in this fashion: 
That the plumbing system includes the entire water 
supply, both hot and cold, from the house pump 
to the house tank and all portions between. This 
would include the filtered water supply, the distilled 
water supply and its apparatus, the heating of the 
water for the hot water supply, and the storage of 
this, the cold water supply and its storage, and the 
connection of these, not only to the so-called plumbing 
fixtures but to all of the equipment which is to be 
attached thereto, including the cooking apparatus, 
the laundry machinery and the sterilizers. 


There should be valves and drains in the trunk lines 
on both hot and cold water supplies. On all main 
branch lines there should be valves and drains, 
preferably at the foot of each and every set of risers 
in the building. In addition to these valves, without 
deviation, there should be a valve on each supply at 
every fixture throughout the building. Great care 
must be exercised in running the piping so that it is 
done in such a manner that the pipes will be accessible 

(Continued on Page 26) 





soon ae 


August, 1926 THE CANADIAN HOSPITAL 


25 





Hospital Superintendents! 


To getjbetter work from your cleaning staff and also 
from your dishwashing and laundry equipment, 
provide them with 


LLEX 


Dissolves instantly in hot or cold water and makes a 
cleansing solution that quickly and thoroughly removes 
dirt. In nearly all cases it literally ‘removes dirt with- 





G 


out rubbing,” yet w'thout the slightest harm to the surface cleaned. Equally 
good for washing dishes, cooking utensils, painted or tiled walls, enamelled 
surfaces, glass, metal, etc. 


Gillex is very economical. The usual quantity for all general washing and 
cleaning is a teaspoonful to a gallon of water. 


Write for prices on 125-lb. kegs and 325-lb. barrels 


Made by the makers of MAGIC BAKING POWDER 


E. W. GILLETT COMPANY LIMITED 


TORONTO - CANADA 















































Do You Need a Laundry Plant? 











BEAVER NO. 3 UNIT 


Put the matter up to us. Tell us how much linen you launder per week and how much it costs you, and we will 
tell you whether it would be wise to installa Unit. If we cannot save you money, we will frankly say so—we 
aim only to sell where a plant is really needed, and we will not risk having a dissatisfied customer on our list. 


If you are attending the Canadian National Exhibition give us a call or write for prices and particulars 


The Beaver Laundry Machinery Co., Limited 





393 Sorauren Ave. MANUFACTURERS Toronto, Ont. 
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MARY FRANCES KERN 


An Argument 
for Professional 
Campaign Direction 


Only the highly trained professional eye 
can accurately estimate the financial support 
a hospital can obtain from the people it 
serves. Our records prove this. 


In one instance we raised more than 
$60,000 from 10,000 people. Four cities of 
about 15,000 population each gave $190,000. 
to $400,000 for hospital construction. 


A Kern directed campaign invariably 
results in at least a forty per cent. larger 
objective than a campaign not professionally 
conducted. 


What we have done for others, we can do 
for you. 


We will be pleased to make 
a survey of your possibilities 
without cost to you. 


MARY FRANCES KERN 


Financial Campaigns 


1340 Congress Hotel 
CHICAGO, U.S.A. 


73 Adelaide St. West 
TORONTO, CAN. 
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Plumbing and Sanitation 
(Continued from Page 24) 
at all times. To accomplish this there must be 
provided adequate pipe shafts, chases and slots. 

It is not good practice to run pipes horizontally in 
floors. If independent risers cannot be provided, 
then it would be far better to expose horizontal runs 
on the ceilings of the rooms below. This would entail 
no difficulties, inasmuch as in the standardization of 
floor plans for hospital purposes rooms having plumb- 
ing are ordinarily placed one above the other. Where 
there are only a few fixtures, such as in operating 
departments, it is advisable to beam or entirely 
suspend the ceiling below such floors rather than to 
run horizontal pipes in the floors. Where it is 
absolutely necessary to do this, such pipes should be 
run in continuous sleeves to allow for expansion and 
contraction, or if this is not possible they should be 
protected with galvanized iron both above and below, 
so that when the concrete is poured or the floor is 
finished the pipes will not be embedded tightly in the 


flooring material. 
Grease Traps on Waste Lines 


All waste lines from kitchens and diet kitchens 
should have grease traps. In most municipalities this 
is obligatory. Many institutions use the grease from 
these traps to make soft soap for their laundries. 

The ordinary water system in the hospital need not 
be described here. Every hospital should be equipped 
with standpipes, connected either to an automatic 
pump or to a roof tank of sufficient capacity for 
fir: protection. On each floor there should be a 
hose cabinet or cabinets, fully equipped in accord- 
ance with the Underwriters’ Laboratory requirements. 
This not only protects against fire, but lowers insur- 
ance rates which in turn minimizes maintenance costs. 

It rests largely with the architect in the designing 
of his building as to the method most expedient for 
heating the water. Whether this is to be accom- 
plished by direct fuel consumption or whether by high 
pressure steam or by exhaust steam would depend 
largely on the general equipment. It is absolutely 
necessary that all hot water supply should be of the 
circulating type in order to facilitate the drawing of 
hot water immediately at any tap. 

One of the most difficult problems of hospital 
administration is dealing with the wearing off of 
nickel plating and the refinishing of plumbing 
trimmings. Polished brass requires too much atten- 
tion and is subject to unsightly staining and corrosion. 
While this subject should be discussed under the head 
of ‘Plumbing Fixtures,’’ it is so inseparable from 
continuous service and the element of lowered main- 
tenance cost that it is well to mention it here. Any 
means of avoiding the discontinuance of water 
at any fixture, even for a short time, is to be highly 
recommended. - All of those portions of the trimmings 
which come above the fixtures and which are fre- 
quently handled should be made of so-called ‘‘white 
metal.’’ All those portions’ under the fixture may 
be made either of brass, nickel plated, or of so-called 
rough brass painted. If the means are at hand to 
make an all white metal installation, it would be 


well to do so. 
(Continued on Page 28) 
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Solve Your Gas-Oxygen Problems 


with a McKesson 
ACCURACY—The limits of gas-oxygen 


anesthesia are narrow, for satisfactory use the 
apparatus must be as accurate in the delivery 
of required percentage mixtures for anesthesia, 
as the patient’s physiology is in determining 
them—otherwise the patient may be too light 
or too deep without the apparatus showing 
why. A McKesson gives accurate response 
to the patient’s demands. 


FRACTIONAL REBREATHING and an 
attachment for its use are vital in correcting 
excessive ventilation or inefficient breathing 
and making satisfactory anesthesia possible. 
CO, control obviates the addition of ether 
and its by-effects. 


Send for Catalog No. 15 














McKesson Universal Unit No. 100 


Toledo Technical Appliance Company 


2226 ASHLAND AVENUE, TOLEDO, OHIO 








































Full shrinkage allowance 
made in all our uniforms. 
Sent postpaid anywhere in 
Canada when your order 
is accompanied by money 
order. 


Prices do not include caps. 


When ordering, give bust 
No. 8499 and height measurements 
and refer to Dept. ‘“‘A.”’ 


Style Nos. 8100, 8200, 8400 in Middy Twill at $3.50 


No. 7700 




















CaN, ie ia ee ew a eee $10.00 
Style Nos. 8100, 8200, 8400 in Corley Poplin, at $6.50 
CGR, 00 2 No ina od ae i Ses ee 18.00 
Style No. 7700 in best quality Nurse Cloth, at $3.00 
CR ORO IO er Ne ae ae eae 8.50 
CORBETT~ COWLEY 
Limited 
TORONTO 2 MONTREAL 
No. 8100 
468 King St. West 314 Notre Dame St. W. 
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It isn't 
A Puzzle 


OU don’t need Sam Lloyd, the 
great exponent of puzzles, to 
solve your problem of how to give a 
better fiinish to coats, aprons, caps, 
gowns, etc. 


Laundry managers in hundreds of 
hospitals will tell you the secret in 
two words—Satin Finish. They will 
tell you it works totally different 
from ordinary starch, and that it re- 
stores the original lustre body and 
strength to fabrics. Many of them 
sprinkle it over the wheel—RAW, 


while running the last rinse or blue - 


water, thereby eliminating hand 
starching, second extraction, drying 
and dampening. Satin finished work 
can be extracted and ironed 
immediately. 


Let us send you a trial bag—say, 3 
pounds 


The KEEVER STARCH COMPANY 
Hospital Department 
COLUMBUS, OHIO 





_ size—don’t starch 
\ VA 
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Plumbing and Sanitation 
(Continued from Page 26) 

The sterile water supply in the operating rooms 
can be very readily taken care of under ordinary 
conditions where the sterilizing tanks are in an 
adjoining room, but where a number of departments 
are to be supplied with sterile water, such as several 
operating rooms, delivery and surgical dressing rooms, 
the means for keeping this water sterile from the tanks 
to the faucets must be provided very carefully. 

All pipes for conveying sterile water should be of 
white metal or iron pipe, block tin lined. At the 
sterilizers there should be placed shut-off valves, 
and into the sterile water lines there should be intro- 
duced a high pressure steam line so that all faucets 
from which sterile water is to be drawn can be opened 
and live steam run through. It is not safe to use 
so-called sterile water after it has been standing for 
any length of time, either in the pipes or in the 
sterilizers. 


Quality is Paramount 


PLUMBING FIxtTuREs.—It might be truthfully said, 
although it might sound trite, that ‘‘the best is none 
too good”’ when considering the selection of fixtures 
and fittings for hospitals, and here again there might 
be a dissertation in specification form. 

As far as possible all plumbing fixtures should be 
kept away from walls, unless they have integral 
backs, and should be kept off the floors to the greatest 
possible extent. Wall hanging fixtures which have 
the proper support are much to be preferred to those 
having any connection with the floor. This is par- 
ticularly true of lavatories, water closets and slop 
hoppers. Tubs should be built into the floor at 
their base and as far as possible be free on three sides 
so that patients can be readily handled. This need 
not necessarily apply to the bath tubs in nurses’ or 
internes’ quarters. The object of hanging fixtures 
in the manner described is not primarily one of sanita- 
tion but one of expedience in keeping the hospital 
clean with the least expenditure of time and labour. 

Ordinary bath- and toilet-room equipment, includ- 
ing the wash-up sinks and showers, need only to be 
mentioned. For the wash-up sinks and showers 
some special methods of handling the water should 
be provided. In the former some form of foot-, 
knee-, or elbow-operating valve is preferable. The 
foot-operated valve should be of the box type, flush 
with the floor. Both in this class of apparatus and 
in the showers there should be installed anti-scalding 
mixing valves, swinging or gooseneck spouts and rose 
spray connections. 

All plumbing fixtures, especially those in hydro- 
therapeutic departments, operating departments, 
kitchens and service rooms, should be carefully 
selected and properly installed. Supplies to hoppers 
in service rooms should be operated by flush box 
foot valves, and all flushing valves should be sim- 
ilarly operated. Lavatories should have non-splash- 
ing rims and hooded, integral overflows. 

The number of closets would largely depend upon 
the number of patients per floor, but under ordinary 
conditions one water closet in each such room will 
adequately take care of from ten to fifteen patients. 
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One lavatory in each such room would also be suf- 
ficient. We are dealing with hospitals, and the 

_ majority, of patients are bedridden; it is only those 
who are recovering and those who have long con- 
tinued treatment and who are up and about, who use 
these bath- or toilet-rooms. A nurses’ toilet, con- 
taining a closet and lavatory, should be provided on 
each floor. Such toilets are ordinarily placed in or 
near the nurses’ stations. 


There should also be a porters’ sink on each floor 
in a separate space provided for the purpose. The 
room should be well-ventilated. The supplies on the 
sink should be sufficiently high to permit the pails 
to be placed in the sink. Spouts should have pail 
hooks and supports. Wastes from these sinks 
should be at least 3-inch. 


Service Room Equipment 


inden ordinary circumstances, in the moderate 
sized hospital, one service room on each floor would 
be sufficient if this one were properly equipped and 
located. The service room equipment varies some- 
what in different. institutions, but in general the 
function of this room is to take care of all of the so- 
called ‘‘dirty work’”’ excepting the cleaning of floors, 
scrubbing and the like. Therefore, in this room there 
should be provided a slop hopper with a deep water 
seal. .This fixture should have foot pedals for the 
operation of the flush and for the operating of the 
hot and cold water, so that the nurses may have 
both hands free to handle the bedpans. If there is 
no bedpan sterilizer provided in such a room, as 
there should be, then a swinging jet should be put 
in the hopper for the. purpose of cleansing bedpans.. 
The bedpan sterilizers are properly to be considered 
as part of the plumbing equipment and must be 
connected to the soil system and have both hot and 
cold water supply. 

Diet kitchens should be equipped with sinks with 
two drain boards. If these are of enameled iron the 
drain boards and back should be integral. If the 
sinks are made of vitreous ware they should have 
integral backs, and the drain boards should be made 
of ash with rim. If it is desired, one of these drain 
boards can be made with a telescopic leg so that 
the board can be folded against the wall. 

Main kitchen departments should be provided 
with scullery sinks, dish-washing machines, glass 
and silver sinks, cooks’ table sinks, vegetable, 
poultry and meat-washing sinks. These fixtures 
need not necessarily be in one room provided sep- 
arate rooms are planned for the departments. The 
bakery would have sink as required. Where dish- 
washing sinks and dish-washers are installed, it is 
necessary to have floor drains properly connected. 

There has been some discussion as to the expediency 
of installing vacuum plants in small institutions, but 
there can be no question as to their desirability in the 
larger hospitals, and by this is meant those having 
from 75 to 100 beds and upward. The plant itself 
should be placed in such a manner as to preclude the 
possibility of causing noise, and it should be so 
attached to the system as to exclude this possibility. 

—Architectural Forum 
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Classified Department 











CLASSIFIED RATES 


Four cents a word each insertion. A discount of 
10 per cent. allowed on orders for six or more inser- 
tions when payment is made in advance. 


BUYERS’ DIRECTORY RATES 


$4.50 per month on 12 months’ order. 
$5.50 per month on 6 months’ order. 


CHANGE OF COPY 
Advertisers desiring change of copy should see 
that same reaches office of publication by 15th of 
month preceding issue. 


























Positions Open 


WANTED—Accredited graduate nurses, dietitians and tech- 
nicians; positions available in every section of the country; each 
applicant given individual attention; send for registration form. 
Medical Bureau, Marshall Field Annex, Chicago. 


(a) SURGICAL SUPERVISOR: Protestant; between 25 and 
40; registered; desired for 65-bed, general hospital; Iowa city of 
20, 000; salary $100 and maintenance. (b) Instructress of Nurses 
wanted in 65-bed hospital; Ohio; $125 and maintenance. (c) 
Experienced Night Superintendent wanted for 150-bed hospital; 
far west; Protestant; $100 and maintenance. 1019 Aznoe’s 
Central Registry for Nurses, 30 North Michigan, Chicago. 
SUPERINTENDENTS—(a) Experienced woman capable of 
building up training school, supervise maids, dietitian, orderlies, 
desired for 75-bed institution; Atlantic coast metropolis; $130 
with increases. (b) Superintendent of Nurses for 125-bed 
general hospital west of Mississippi River; $150 and lovely 
quarters; increase when satisfactory. 1020 Aznoe’s Central 
Registry for Nurses, 30 North Michigan, Chicago. 

GENERAL DUTY—(a) Night Maternity Nurse wanted in 
100-bed hospital near New York City; $100 and maintenance. 
(b) Graduate wanted for day duty; $85 and maintenance; 
residential city of 4,000 near New York; State registration not 
necessary. (c) Night duty first month, then day duty; southern 
Michigan; $90 and maintenance. 1022 Aznoe’s Central Registry 
for Nurses, 30 North Michigan, Chicago. 

Positions Wanted 
WANTED-—Situations for accredited graduate nurses, tech- 
nicians and dietitians; candidates available for every kind cf 
position—from general duty nurse to hospital executive; refer- 
ences investigated always; services gratis to employers. Medicai 
Bureau, Marshall Field Annex, Chicago. tf 


Used X-Ray Equipment 
WE HAVE IN STOCK, ready for immediate shipment, a 
quantity of slightly used pa Ray and Physiotherapy equipment. 
It has been thoroughly overhauled in our own workshops and 
is in excellent condition. Write for a complete list with prices 
and full particulars. The Burke Electric and X-Ray Company, 
490 Yonge Street, Toronto. tf 


Schools of Instruction 
WOMAN’S HOSPITAL IN THE STATE OF NEW YORK, 
West 110th St., New York City (155 gynecological beds, 50 
obstetrical beds). 
Affiliations offered to accredited training schools for three 
months’ courses in obstetrics. 


POST-GRADUATE COURSES 
Six months in gynecology, obstetrics, operating room technic. 
clinics and ward management. Three months in obstetrics. 
Three months in operating room technic and management, 
Theoretical instruction by attending staff and resident instructor. 
Post-graduate students receive allowance of $15 monthly and 
full maintenance. 
Nurse-helpers employed on all wards. For further particulars 
address, Directress of Nurses, Woman’s Hospital. 
Miscellaneous 


BLANKETS FOR HOSPITALS—“If it’s blankets, buy the 
Skelton Brand.’ We specialize in hospital blankets and sell 
direct from the mills. Get better quality blankets at lower 
prices. Hundreds of prominent hospitals are our customers. 
Write for miniature samples and prices. Skelton Woollen 
Mills Company. 47 King St. West, Toronto. 


DIPLOMAS—ONE OR A THOUSAN D—lIllustrated circular B 
mee ag ee request. Ames & Rollinson, 206 Broadway, New 
ork, 
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Hospital Building is Active 
(Continued from Page 19) 


1918 a new wing was added, increasing the capacity 
of the Women’s College Hospital to fifty beds and 
twenty-five baby cots. 

Faced with the absolute necessity for enlargement 
the Board of Directors for several years past has con- 
sidered the whole question of location, and after 
looking into this from many angles, decided that an 
effort should be made to obtain a central location, 
upon which a modern hospital building could be 
erected, readily available for out-patients, and 
suitable for clinical teaching. It is not expected that 
actual building operations can be commenced for some 
considerable time, but meanwhile plans will be 
prepared by one of the leading firms of hospital 
architects in America, for a hospital designed to 
accommodate about one hundred and fifty patients: 

The hospital will be, as it now is, a hospital for 
women, staffed by women physicians. 

* * «& 


Hupson, Ont.—Final arrangements for a new 


hospital at Red Lake have been made by Dr. Fred 
W. Routley, director of the Ontario Red Cross, 


Toronto. 
* * ok 


Lonpon, Ont.—The laying of the corner stone for 
the new nurses’ residence at Victoria Hospital has 
been scheduled for August 3. Work will be rushed 
on this building, which is to be one of the most 


modern in the province. 
* * * 


OtTawa, OntT.—An addition which it is estimated 
will cost between two and three hundred thousand 
dollars is, it is understood, to be made to the Miser- 
cordia Hospital, Cambridge Street, which is governed 
by the Sisters of Misericorde, who have Canadian 
headquarters at Montreal. Plans for the new struc- 
ture, which will furnish accommodation for about 
fifty more beds, are being prepared at Montreal and 
the Mother Superior of the hospital has stated that 
it is the intention of the hospital authorities to proceed 
with the work as quickly as possible. The contract 


for the work, however, has not yet been let. 
“ae. ee 


CALGARY.—The possibility of adding a ward to the 
Alberta University Hospital for the care of nervous 
cases or those suffering from temporary mental dis- 
turbance is receiving considerable attention. 

eee ee 


River GLADE, N.B.—Plans are being discussed for 
many additions to the Jordan Memorial Sanitorium, 
at River Glade. A report will be submitted at the 


next session of the government. 
“oe ae 


KENTVILLE, N.S.—By an almost unanimous vote 
the Municipal Council of Kings County have decided 
to erect a modern home to accommodate the harmless 
insane of the county, and of East Hants. The build- 
ing will be erected at a cost of about $50,000. There 
will be capacity for eighty patients. 
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Gendron Invalid Chairs 


We manufacture all types and 
styles of rolling chairs, suitable for 
patients suffering from every kind 
of illness or disability. 

All of them are of the famous 
Gendron quality, made of the very 
best materials obtainable, but very 
moderately priced. 

No better rolling chairs are man- 
ufactured anywhere, and remember 
this—they are all MADE IN 
CANADA, and bear our positive 
guarantee. 


Write for Catalogue ‘‘C”” 
The Gendron Manufacturing 
., LTD, 
125-141 Dachess St., Toronto 
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THE HOSPITAL BUYERS’ DIRECTORY | 


A Convenient Reference of Equipment, Supplies and Service 


























| | Real Fire Protection 


Is Assured By 


The Burke Electric & X-Ray Co. 


























X-RAY ENGINEERS 

Complete X-Ray and Physio-Therapy | | MONTGOMERY 

| Installations, Maintenance Service | HOSE REELS 

Special Equipment Made to Order Easy to Install—Simple to Operate 

| Write for Particulars 
Kelley-Koett X-Ray Apparatus | | B. H. MONTGOMERY HOSE REEL CO. 
490 Yonge Street - - Toronto, Canada | | 75 Dundas St. E. « . TORONTO 
“MONOGRAM” > 





osP1TaL Recorps | | Reed Furniture 


For Hospitals 


We make and supply the new 





* standard systems and equi t | rie = -s : 
= | y for Hospital Record Keeping. Chairs, Settees, Tables, Ferneries, 
— || se | etc., of finest quality at lowest prices 
~ all | System Servj'e Department | Write for Particulars 


ba 


1 )FFICE CIALTY EG.@ | MANUFACTURER cae Toronto 


ils Wellington St. W., T-RUNTO rwin Ave. 




















Artistic Cast Bronze Benefactors 
R N - or Memorial Tablets in | ° 
Solid Bronze. 
Ward Plates—Directory Boards and Main Entrance Signs 
—Bronze Standard and Bracket Lamps, etc. 


Hospitals We Have Supplied: 


















































St. Thomes Wer, Memorial Hospital, St. Thomas, Oat: Londen —for— 
Seenteriank’ ioadia, Catt fae’ Mleend ‘Caeak. Seat STERILIZATION 
iene Ont., Muskoka Hospital Tablet to Sir Wm. Gage, and Accepted the world over as 
Write Us for Prices and Suggestive Sketches a needed safety measure 
J. G. Tickell & Hons A. W. DIACK | 
seo KING st. Ww. * “tka"4062) "TORONTO, ONT. 5533 Woodward Ave. DETROIT, Mich. 
CANADIAN LABORATORY SUPPLIES BLANKETS 
LIMITED Hospitals and Institutions are invited to get in | 
touch with our nearest branch for the keenest 
x Canada’s Leading Laboratory x ae on— pe nee 
yA ly H m4 uaranteed Pure Wool Blankets an 
passe seca seasons esos White Flannel Sheeting 
ee CANADIAN CO-OPERATIVE WOOL 
and Chemical Reagents GROWERS, LIMITED 
437-439 King Street West - Toronto 2, Ont. Regina, Sack. BBbcce Bae ol Toronto, Ont. | 
2 ’ . eo 
ew Marking Problem Solved! Everything in Rubber | 
Cash s Names & Woven Labels Rubber Sheeting, Catheters, Rectal Tubes, Breast | 
E. l d Pumps, Water Bottles, Atomizers, Air Mattresses, | 
nsure clear, neat an . Crutch Tips, Ice Collars, Invalid Rings, Etc. | 
permanent identification. May we send you quotations on any of the | 
SAMPLES AND PRICES ON REQUEST above lines you may require? | 
J. & J. CASH, INC. THE ONTARIO RUBBER CO., LIMITED | 
10 Grier Street . - Belleville, Ont. 44 Yonge St. - TORONTO, ONT. 
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In the hospital, sanitation .is vital. Here, if 
ever, food must be perfectly preserved. That 
means proper refrigeration, because only in 
that way may bacterial action be prevented. 


Electrical refrigeration is ideal for food pre- 
servation because it cools and keeps cold those 
foods which require it. The temperature is 
constant—never more than 45 degrees, never 
less than 40. Milk and butter are always 
kept sweet and pure. 


The Ice-O-Matic Refrigerating Unit is the 
latest development in electrical refrigeration. 
Many exclusive patented features make it 
distinctly supsrior to anything else on the 
market. Ask for literature. 


ICE-O-MATIC REFRIGERATION CO. Ltd. 


Windsor - - Ontario 














Ice-O-Matic can be installed 
in your present ice-box or it 
can be furnished complete 
with cabinets of various 
styles and sizes. 








